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1. THE AUTONOMOUS WATER BOARD HAS ANNOUNCED THAT LOSSES 
LAST YEAR WERE SUBSTANTIALLY LOWER THAN FOR 1972. 

THE OPERATING DEFICIT OF 298,000 MALTA POUNDS(ONE MALTA 
POUNDS EQUALS APPROX. DOLS 2.64) COMPARES WITH 
457,000 MALTA POUNDS IN 1972. ACCORDING TO GOM, IMPROVEMENT 
IN 1973 WAS RESULT OF STEPS TAKEN TO INSURE THAT WATER 
USED WAS PROPERLY METERED, BILLED.AND PAID FOR AND 
OTHER MEASURES TO KEEP INEVITABLE RISE IN OPERATING AND 
PRODUCTION COSTS AS LOW AS POSSIBLE. IN PARTICULAR, E 
OF THE 4 DISTILLATION UNITS AT THE ELECTRICITY BOARD 
POWER- WATER STATION WERE SHUT DOWN AT BEGINNING OF 
DECEMBER IN ORDER TO REDUCE PRODUCTION COSTS. 

2. COMMENT : WATER BOARD'S PERFORMANCE IS A PERIOD 
OF SHARPLY RISING ENERGY COSTS IS IMPRESSIVE. IT 

AND THE MALTA MILK UNDERTAKING ARE THE TWO REMAINING 
MONEY-LOSERS AMONG GOM AGENCIES. IT REMAINS TO BE 
SEEM DURING CURRENT SHORT RAINFALL YEAR HOW BADLY THE 
WATER BOARD'S ECONOMY IN SHUTTING DOWN THE DISTILLATION 
PLANTS WILL AFFECT ECONOMIC ACTIVITY DURING DRY SUMMER 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 VALLET 00570 260859Z 
MONTHS. GETZ 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



UNCLASSIFIED 



NNN 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: WATER SUPPLY SYSTEM, PUBLIC UTILITIES, GOVERNMENT EXPENDITURES, BUSINESS LOSSES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 25 MAR 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974VALLET00570 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740064-0869 
From: VALLETTA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 974031 6/aaaaapgq. tel 

Line Count: 61 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: VALLETTA 531 

Review Action: RELEASED, APPROVED 

Review Authority: kelleywO 

Review Comment: n/a 

Review Content Flags: 

Review Date: 23 JUL 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23 JUL 2002 by elbezefj>; APPROVED <1 1 DEC 2002 by kelleyw0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: WATER BOARD CUTS LOSSES -1973 
TAGS: ENRG, EFIN. MT 
To: STATE 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




